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Message Text 

CONFIDENTIAL 

PAGE 01 DAMASC 05075 301007Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 NEA-10 ISO-OO /028 W 

016376 310457Z/17 

R 300920Z AUG 78 
FM AMEMBASSY DAMASCUS 
TO SECSTATE WASHDC 9455 
INFO AMEMBASSY ATHENS 
AMCONSUL KARACHI 

CONFIDENTIAL DAMASCUS 05075 

DEPT FOR A/SY/OPS/T, ATHENS FOR OIC/TSO, KARACHI FOR RSS 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: AIR CONDITIONING UNIT 

REF: A. ATHENS 6026, B. STATE 185160, C. STATE 186595, 

D. TEL AVIV 9382 

1 . TO DATE POST HAS RECEIVED NO FISCAL DATA FROM 
A/SY/OPS/T FOR SHIPMENT OF FEDDERS A/C UNIT OR ITS ULTIMATE 
DESTINATION. PLEASE ADVISE STATUS ON THIS SHIPMENT. 

2. PER REFTEL C, AN 18,000 BTU TRANE A JC IS SCHEDULED FOR 
SHIPMENT TO DAMASCUS TO REPLACE THE UNIT PRESENTLY IN USE. 

THE TRANE REPLACEMENT UNIT SHOULD RUN ON 50 CYCLES, REPEAT 
50 CYCLES, TO AVOID MODIFICATION PROBLEMS WHEN THE UNIT 
ARRIVES AT POST. SEEL YE 
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